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Announcement of a new tube usually starts 
the construction-minded ham searching for 
ways to take full advantage of its improve- 
ments over older tube types. And when a 
whole series of new types, such as RCA’s 
nuvistor line, is introduced, the experimental 
possibilities become almost limitless. 

To date, Ham Tips articles on nuvistor 
applications have been concerned solely with 
receiving circuits. (Consider the nuvistor 
two-meter converter and the nuvistor pre- 
amplifier, described respectively in the May, 
1961, and September, 1961, issues.) Can the 
amateur make good use of these same re- 
ceiving tubes in low-power transmitters? Yes! 
RCA nuvistors are ideal for miniaturized 
VHF mobile or fixed-station transmitting op- 
eration. These tubes have high plate-dissipa- 
tion ratings for their small size; they are 
easily usable up to 400 megacycles; and they 
have the rugged construction required for 
mobile operation. 

The transmitter featured in this issue 
points up the versatility of RCA nuvistors— 
and how easily they may be put to work as 
transmitting tubes. An RCA-7586 nuvistor 
triode is used in a conventional overtone 
crystal oscillator at 48 Mc. Unnecessary load- 
ing of the oscillator is prevented by operating 
the tube with no frequency multiplication. 
The second-stage 7586 triples the frequency 
to 144 Mc and provides the drive to the final 
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Top view of W2OKO's two-meter transmitter designed 
around two RCA-7586 nuvistor triodes and a pair of 
RCA-7587 nuvistor tetrodes. 


stage. A pair of RCA-7587 nuvistor tetrodes 
used in the final amplifier can be operated 
with a power input of up to 74 watts. The 
very low driving power for these tubes is 
easily supplied by the tripler stage. Screen- 
grid neutralization is used, but adjustment is 
not critical. 

Figure 1 presents the complete schematic 
diagram and parts list for the nuvistor two- 
meter transmitter. Table I shows typical 
operating voltages and currents. 


Construction 


_ The entire transmitter is built on a 5- by 
7-inch piece of copper or brass, so that a 
standard aluminum chassis may be used as 
the base cover. A smaller plate can be used 
without cramping the parts if a special cover 
is hand bent. (Refer to Figure 2 for the parts 
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C,—30 pf ceramic tubular (Centralab 
TCZ-30 or equiv.) 

Co, C3—.01 uf ceramic disc (Centra- 
lab DD-1032 or equiv.) 

C,—50 pf ceramic tubular (Centralab 
TCZ-50 or equiv.) 

Cs, C7, Cro, Cr3, Cig, Crg, Ciz, Cig, Crg— 
500 pf ceramic tubular (Centralab 
DD-501 or equiv.) 

Cs, Cy2—2.7-10.8 pf butterfly air 
capacitor QWohnson 11MB11 or 
equiv.) 

Cs, Co—20 pf ceramic tubular (Erie 
TCO-20 or equiv.) 

Ci:—7-45 pf ceramic trimmer (Erie 
TS-E or equiv.) 

Cis—3-32 pf air trimmer capacitor 
(Vohnson 30M8 or equiv.) 


J,, Jo—Pair each, insulated phone tip 
jacks 

J3—Coax jack type BNC 

L:—-4% turns #26 enameled wire, 
¥-inch diameter, spaced wire di- 
ameter on slug tuned form (CTC 
LS3 or equiv.) 

Lo—RFC 7 wh (Ohmite Z50 or equiv.) 

Ls—4 turns #16 bare wire, %4-inch 
diameter, 54-inch long, tapped at 
center 

Ly, Ls, Lg, La—RFC 1.7 wh (Ohmite 
Z144 or equiv.) 

Le—5 turns #14 bare wire, %-inch 
diameter, 54-inch long, tapped at 
center 

Ly—1 turn #14 bare wire, %4-inch di- 
ameter, insulated with “spaghetti” 


Figure 1: Schematic diagram and parts list. 


R,—100,000 ohm, % watt 

Ro, Ra—5,600 ohm, % watt 

R3—15,000 ohm, % watt 

R;, Re—6,800 ohm, % watt 

R,—27,000 ohm, % watt 

Rs—100 ohm, % watt 

Ry—1,000 ohm, % watt 

Crystal socket 

Feed-through terminal 

Crystal—48.0-49.33 overtone (Inter- 
national Crystal Co. type FAS or 
equiv.) 

4 nuvistor sockets (Cinch No. 133 65 
100.011) 

1 socket (Jones type P308 AB or 
equiv.) 

1 chassis, aluminum, 5” x 7” x 2” 
(Bud AC402 or equiv.) 


layout that assures short leads and correct 
parts orientation. Also see Figure 3 for a 
sketch of the small bracket to be used in 
mounting the final tank circuit and output 
coaxial connector.) 

Because of their small size, nuvistor sockets 
are clamped, not bolted, to the chassis by 
bending two lugs on the socket. After the 
chassis hole has been drilled, two notches for 
the lugs are hand filed to insure a tight fit of 
socket to chassis. For rf grounding, both 
socket lugs are soldered to the chassis plate. 

Adequate rf bypassing is applied to all 
critical parts of the circuit. Because the re- 
liability of nuvistors makes it unnecessary to 
retune the transmitter every time it is put 
into service, a permanent meter is not re- 
quired. Rather, two pairs of jacks are used for 


plugging a temporary meter into the grid or 
plate circuits of the final. An eight-contact 
power socket provides extra contacts for 
future development. 

The plate caps for the tetrode are made by 
bending a piece of piano wire into a tight- 
fitting one-turn coil. To keep lead inductance 
low, the leads to the plate tank capacitor are 
made from “%-inch-wide copper ribbon. The 
one-turn output link is covered with a piece 
of “spaghetti” insulation and tightly coupled 
to the final tank coil. 


Adjustment 


The transmitter is very easy to tune. If all 
the coils have been wound to specification, 
there should be no trouble in finding the 
proper settings of the coil slug and of the 


Bottom view of author's nuvistor two-meter transmitter. 


tuning capacitors. Of course, a grid-dip meter 
makes tuning even easier. 

To assure that the oscillator will start 
every time voltage is applied, follow this pro- 
cedure: Plug in only the first RCA-7586 and 
the crystal; apply heater voltage and +150- 
volt plate voltage, and allow the tube to 
warm up. With a high-impedance voltmeter 
applied to the test terminal, adjust the slug in 
coil L; until oscillation starts (shown by 
voltage at the test point). Adjust for maximum 
voltage; then’ back the slug out to give a 
slightly higher tuned frequency. A reading of 
about 10 volts should be obtained. 

Next, plug in the second RCA-7586 and 
the two RCA-7587’s. Do not apply plate and 
screen-grid voltage to the final as yet. Plug a 
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5-milliampere meter into the grid jack pair, 
J,, and tune C, for maximum grid current. A 
reading of between 2 and 3 milliamperes 
should be obtained. 

Then, rotate the plate-tuning capacitor, 
C)., through its entire range. There should be 
very little effect on the grid-current reading. 
In turn, slowly adjust the screen-grid bypass 
capacitor, C,,, while rotating the plate ca- 
pacitor until a point is found at which the 
plate capacitor has no effect on the grid 
current. This adjustment is not critical. 

Now that the final stage is neutralized, 
plug a 50-milliampere meter into the final 
plate-circuit pair, Jz; attach the antenna or 
dummy load, and apply +240 volts to the 
plate and screen-grid circuit. Tune the plate 


Figure 2 (at left): Bottom view of 
chassis plate (one-half actual size). 


Figure 3 (below): Diagram for the 
final-stage mounting bracket. 
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TABLE I: TYPICAL OPERATING VOLTAGES AND CURRENTS 


(All voltages are measured with respect to ground and may vary by 20%) 


Voltage to ground 


Plate 

Screen Grid 
Control Grid* 
Cathode 


Currents 


Control Grid Final 
Screen Final 


Plate Final 


V3, V4 


240 Volts 
75 Volts 
-15.1 Volts 
0 Volts 


2.3 Milliamperes 
0.0 Milliamperes 
2.0 


Milliamperes 


(3 


*Measured with vacuum-tube voltmeter. A low impedance meter will affect the circuit values. 


tank for minimum plate current with capaci- 
tor Cy. The tuning capacitor, Cys, in the out- 
put link is for balancing out feed-line re- 
actance to the antenna and should be adjusted 
for best output. (Use a standing-wave-ratio 
bridge, a field-strength meter, or even signal- 
reports from another station.) When fully 
loaded, a plate current of about 32 milli- 
amperes should be obtained. 


Conclusion 


Only after using this transmitter will the 
operator realize the merits of nuvistor rug- 
gedness and reliability. Long periods of oper- 
ation, or even long periods of idleness, have 
no effect on the nuvistor transmitter. It will 
stay tuned and ready to work well whenever 
needed. 
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